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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 123538 

62 

ORIGIN AEC- 11 

INFO OCT-01 EUR-25 EA-11 10-14 ISO-00 OIC-04 SCI-06 SSO-00 

FEA-02 DRC-01 /075 R 

DRAFTED BY AEC:B.THOMAS 
APPROVED BY lO/OIC: AWJONES 
AEC:ASERIEDMAN 
DESIRED DISTRIBUTION 

EA/J:RLDANKERT, EUR/CAN:EMBROWN, IO/FEP:FJGALANTO,EUR/NE:CELOYD, 
EUR/CE:LHEICHLER, EURAVE:GHSHEINBAUM,EUR/NE:APINKNEY,OIC:DDSMITH, 
EUR/RPE:ALIEBOWITZ, SCLRWEBBER 

117068 

OP 112138ZJUN 74 

FM SECSTATE WASHDC 

TO AMEMBASSY BONN IMMEDIATE 

AMEMBASSY BRUSSELS 

AMEMBASSY COPENHAGEN 

AMEMBASSY DUBLIN 

AMEMBASSY LONDON 

AMEMBASSY LUXEMBOURG 

AMEMBASSY OSLO 

AMEMBASSY OTTAWA 

AMEMBASSY ROME 

AMEMBASSY THE HAGUE 

AMEMBASSY TOKYO 

INFO USMISSION EC BRUSSELS PRIORITY 

USMISSION OECD PARIS 

USMISSION IAEA VIENNA 

AMEMBASSY PARIS 

UNCLAS STATE 123538 

E.O. 11652: N/A 
TAGS:OCON, TECHENRG 

SUBJECT: ECG AD HOC GROUP ON ENRICHED URANIUM SUPPLY, 

LONDON, JUNE 14, 1974 

PLEASE INEORM ECG PARTICIPANTS ASAP THAT JUNE 14 MEETING 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 123538 

WILL START AT 10 A.M. LOCATION: RIVERWALK HOUSE, 
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MILLBANK AND VAUXHALL BRIDGE. BROWN 
UNCLASSIFIED 

NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: URANIUM, SUPPLIES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11JUN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 23538 

Document Source: CORE 

Document Unique ID: 00 

Drafter: B.THOMAS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 50-0609 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740655/aaaabuxg.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN AEC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: cunninfx 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 AUG 2002 by PhilliR0>; APPROVED <10 JAN 2003 by cunninfx> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ECG AD HOC GROUP ON ENRICHED URANIUM SUPPLY, LONDON, JUNE 14, 1974 
TAGS: OCON, TECH, ENRG 
To: BONN MULTIPLE 
Type: TE 
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